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NEWS 


Owner  of  Gold  King  Mine  blames  neighboring  mine 

9NEWS.com 


EPA  crews  accidentally  caused  the  blowout  earlier  this  month  while  excavating  the  entrance  to  the  vacant  Gold 
King  Mine.  As  much  as  three  million  ... 

Gold  King  Mine's  toxic  spill  - Los  Angeles  Times 

Months  ago.  Colorado  town  resisted  allowing  EPA  tests  that  caused  toxic  disaster  - Watchdog.org 
Gold  Kina  Mine  owner:  'I  foresaw  disaster1  before  spill  - CNN 

Full  Coverage 
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Answers  to  three  of  your  questions  about  the  Gold  King  Mine  disaster 


The  Denver  Channel 

DENVER  - Dozens  of  news  conferences  later  and  there  are  still  so  many  unanswered  questions  in  the  Gold 
King  mining  Disaster.  7NEWS  asked  for ... 


as  irrelevant 


Why  The  EPA  Shouid  Be  Held  Responsible  for  the  Gold  King  Mine  Spill 

Town  Hall 

Companies  should  be  held  responsible  for  damage  they  cause  to  the  environment.  But  what  if  it's  the 
government  that  has  caused  the  damage? 
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Colorado  spill  just  a drop  in  U.S.  mine-woes  bucket 

Press  Herald 

Plugging  Colorado's  Gold  King  Mine  could  simply  lead  to  an  eventual  explosion  of  poisonous  water  elsewhere, 
so  the  safest  solution,  they  say,  would  ... 


Will  Take  Years  to  Deal  With  Leaking  Colo.  Mine 

Newser 

Plugging  Colorado's  Gold  King  Mine,  which  is  still  leaking,  could  simply  lead  to  an  eventual  explosion  of 
poisonous  water  elsewhere,  so  the  safest ... 
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5 Other  P inert  at  Ris k of  Spill irtc; . Toxic  Wa ste 
National  Geographic 

Last  week’s  spill  of  three  million  gallons  of  acidic  mining  waste  from  the  historic  Gold  King  mine  into  the 
Animas  River  north  of  Durango  “was  an  ... 
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Toxic  spili  a calamity  for  the  Colorado  tourist  town  of  Silverton 

Los  Angeles  Times 

5,  he  and  a small  crew  were  working  on  a defunct  gold  mine  near  Silverton  called  the  Gold  King.  According  to 
a transcript  of  the  Monday  meeting  ... 


Mine  owner  makes  surprising  claim  about  spilled  wastewater  - CBS  News 

Full  Coverage 
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Toxic  mine  waste  is  in  Utah,  but  state  officials  say  water  is  safe  for  recreation 

fox13now.com 

SALT  LAKE  CITY  — The  Utah  Division  of  Water  Quality  says  the  plume  of  mine  waste  from  the  Gold  King 
Mine  in  Colorado  reached  Utah  on  Monday,  ... 
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Data 

Utah.gov 

Utah  DEQ:  Gold  King  Mine  Release:  Data.  ...  DEQ  Home  > Gold  King  Mine  > Data.  Gold  King  Mine 
Release.  | Data  | Photo  Gallery  | Sampling  Sites  ... 
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Owner  Of  Gold  King  Mine  Speaks  About  Waste  Spill 
MSN.com 

He  did  not  want  to  give  the  EPA  access  to  his  mine,  but  was  fined  daily. 
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